

BILL NO. S-70-03- 03 


SPECIAL ORDINANCE NO. S- 4 * 3 7 6 

AN ORDINANCE approving a contract with C & C 
CONSTRUCTION COMPANY, INC. for Sewage Works 
Project Division I - Chlorination Building 
and Controls. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA : 


SECTION 1. The contract approved March 4, 1970, between 


the City of Fort Wayne, by and through its Mayor and the Board 
of Public Works, and C & C CONSTRUCTION COMPANY, INC., for the 
construction of Sewage Works Project Division I - Chlorination 
|] Building and Controls, for a total cost of $558,120.00, all as 
more particularly set forth in said contract, which contract is 
on file in the office of the Board of Public Works, and is by 
reference incorporated herein and made part hereof, is hereby 
in all things ratified, confirmed and approved. 


SECTION 2 . This Ordinance shall be in full force and 


effect from and after its passage and approval by the Mayor. 




seconded by 


Read the first time in full and on motion by 

d&.&L- and duly adopted , read the second time by title and referred 


to the (Committee on) 

i-^-- '-. J.^y. .- -Q'f n; :c..-.^..:.. 196 

Date: 


( and— fr&-^fee^€4^y— Bias 



■ '" o’ clock 




J ~ f c - 1 0 


Read the third time in full and on motion by 



seconded by 


f4- * /i 


and duly adopted, placed on its passage. 


Passed (MIST) by the following vote: 


AYES 

Adams 

Dunifon 

Fay 

Geake 

Nuckols 

Robinson 

Rousseau 

Steigerwald_ 

Tipton 


NAYS 
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ABSTAINED 


ABSENT 


to -wit: 


Date 


3 - ~ 7 * 



City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 

^(Special) ( Ord i nance (^-soIUctAQai- No . --T - 33 J3 7 i 

msmssM 

on the • day of h^j^c^eL. , 1 9$ ’70 . 
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a rnrmnrr • 


‘ . ■ S -»}V 


ATTEST: 



- % City Clerk ' 

- ■ ■■ 
c v *$£>1 ^ * 

Presented bylme to the Mayor of the City of Fort Wayne, Indiana, on the 7~ ^ ' 



of 



at the hour of ~-2 ,77 o'clock f~~ . .M. ,E,S.T. 



~ 


Mayor 








Bill No* S-7Q-Q3-Q3 


REPORT OF THE COMMITTEE ON CITY UTILITIES 

We s your Committee on City : Utilities to whom was referred an Ordinance 

approving a contract, with 0 & C CONSTRUCTION COMPANY , INC, for Sewage Works 

Pro j pot. Pi vision T - Chi ori nat.i on Building and Controls. 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance 


PASS. 


WILLIAM K. GEAKE, Chairman 


JACK K. DUNIFON, Vice-Chairman 


CELIA ANN FAY 


JOHN NUCKOLS 


EDWIN J. ROUSSEAU 






CONCURRED IN 
c >t F i- >t Mo F UAD G. BONAHOOM, CITY CLERK 


